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16 January 1957 


PRELIMINARY LIST OF COMMERCIAL TEST 


EQUIPMENT PROPOSED FOR SYSTEM 4 


Vendor 


Douglas Microwave, 
Inc. 
Douglas Microwave, 
Inc. 


Polarad 
Polarad 
Polarad 
Polarad 


Contractor 


Contractor 
Contractor 
Contractor 
Contractor 
Contractor 


Contractor 


Description Quantity 


249XK Frequency 
Multiplier 
249XT Frequency 
Multiplier 


MSG-1 
MSG-2 
MSG-3 
MSG-4 


Remote Control Box 

for the Airborne Recorder 
Metering and Switch Panel 
Recording Indicator 
Playback Indicator 

Power Junction Box 

Patch Cables and Miscel- 
laneous Test Adapters 
Mechanical Inspection 
Instruments 


a en 


*These items will go into the preflight test set. 
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Estimated 
Cost 


$ 


0878R001400040109-8 


225, 00 
235, 00 


2,000. 00 
2,000, 00 
2,000, 00 
2,000. 00 


600, 00 
300, 00 
500. 00 
1,000, 00 
200, 00 


1,000. 00 


400, 00 


